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SS Integrated Disease Surveillance Programme 
SERRAOS SIA Directorate of Medical Health & Family ete: Uttaralhand, Dehradun 
Date: 03-12-2020 Health Bulletin Time: 06:00 PM 
1@) Positive Today: 491 #Q Recovered Today: 433 
4 Death Today: 12 4 Active Cases: 4967 
s*’ Sample Positivity: 5.53% R% Recovery Percentage: 90.82% 
1. Total cumulative Positive COVID-19 detected: 76275 
2. Total Number of COVID-19 Patients Treated/ Cured: 69271 
3. Total COVID-19 patients migrated out of state: 774 
4. Total COVID-19 Deaths: 1263 
5. | Number of samples found negative for COVID-19 today: 12246 
6. Total number of samples sent for COVID-19 testing today: 12904 
7. Total number of cumulative samples found negative: 1304037 
8. Total number of samples result awaited: 15732 
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SS Integrated Disease Surveillance Programme 
SARRIVS VITA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 
Detailed Status of Sample Tested 
Negative Positive 
Samples s Positi Cumulative eres 
Today Lae (including ee (including Tested See 
Pvt. Lab) Pvt. Lab) 
Almora 190 149 67413 25 2436 69849 268 
Bageshwar 387 528 41176 18 1202 42378 429 
Chamoli 752 622 60032 42 2776 62808 866 
Champawat 372 864 63583 9 1420 65003 396 
Dehradun 3327 2,426 202,860 179 21910 224,770 3727 
Haridwar 1848 698 219,727 52 12247 231,974 2871 
Nainital 1276 1947 114909 76 8706 123615 1303 
Pauri Garhwal 864 661 97046 24 4300 101346 995 
Pithoragarh 397 431 49474 6 2328 51802 412 
Rudraprayag 275 183 38164 8 1872 40036 356 
Tehri Garhwal 804 427 72382 23 3629 76011 1076 
US Nagar 1847 2770 198400 16 10389 208789 2042 
Uttarkashi 565 540 78,871 13 3060 81,931 991 
Total 12904 12246 1304037 491 76275 1380312 15732 
Details of Districts having Positive COVID-19 Cases 
Districts Cases till Date Caine Active Cases Deaths Migrated 
Almora 2436 2159 216 16 45 
Bageshwar 1202 1055 137 10 0 
Chamoli 2776 2423 302 12 39 
Champawat 1420 1222 156 7 35 
Dehradun 21910 19534 1399 703 274 
Haridwar 12247 11,340 691 136 80 
Nainital 8706 8076 413 172 45 
Pauri Garhwal 4300 3798 432 46 24 
Pithoragarh 2328 1937 367 24 0 
Rudraprayag 1872 1770 87 9 6 
Tehri Garhwal 3629 3272 289 13 55 
U.S. Nagar 10389 9,866 313 103 107 
Uttarkashi 3060 2,819 165 12 64 
Total 76275 69271 4967 1263 774 
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Integrated Disease Surveillance Programme 
SaRRAS VA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


District-wise Hotspots/ Containment Zones 








S.No. | District 


Number of 


Containment Zone 


Name of Containment Zone (Date of Start of Containment Zone) 





1 Dehradun 


07 


Dehradun (04) 
Lane Number 3, Kargi Chowk (21-11-2020 to 04-12-2020) 
Lane No-01, Vivekanand Gram, Loharanthanpur (24-11-2020 to 07-12-2020) 
198, Chukkuwala (27-11-2020 to 10-12-2020) 
Ravindrapuri, Hathibadkala (27-11-2020 to 10-12-2020) 
1056 - Indra Nagar, Kanwali, Near Seemadwar (02-12-2020 — 15-12-2020) 


wun 


Mussoorie (02) 


1. LBSNAA (20-11-2020 to 03-12-2020) 
Indra Colony, Kempty Road (26-11-2020) 


Nv 





2 Pauri Garhwal 


01 


Srinagar (01) 
1. Hotel Daisy, Srikot Ganaga Nali (25-11-2020) 





3 Tehri Garhwal 


02 


Tehri (01) 
1. C block, Type 3 (26-11-2020) 


Kirtinagar (01) 
1. Kilkileshwar, Kirtinagar (30-11-2020) 





Total 
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YS Integrated Disease Surveillance Programme 
SaRRS VA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Uttarakhand State Control Room 





Situation Update, Uttarakhand: Toda 





WHO has declared the Novel Corona Virus (COVID-19) epidemic as Public Health Emergency of International 
Concern (PHEIC) under IHR (International Health Regulation). In this context, Uttarakhand Government has 
strengthened the surveillance and control measures against the disease. Isolation and Institutional Quarantine 
facilities are operational in all districts. To combat the pandemic, the Government has operationalized 38 dedicated 
COVID Hospitals and 422 COVID Care Centres (CCC). 


Public Health Action Taken 


e To further increase the COVID-19 testing, the Government has lowered down the testing charges for both 
RT-PCR and Rapid Antigen COVID-19 test. 

¢ To combat the pandemic situation, the State Government has commenced Home Isolation strategy for self 
isolation of asymptomatic COVID-19 positive patient. 

e The Government has decided the user charges/cost of treatment for private hospitals to treat COVID-19 
patients. 
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Integrated Disease Surveillance Programme 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 





Details of Patients Treated & Cured and Death summary: 


e Treated & Cured: Four Hundred Thirty-Three (433) patients discharged in different districts (Almora— 20, 
Bageshwar— 08, Chamoli— 03, Champawat— 49, Dehradun— 142, Haridwar— 16, Nainital— 103, Pauri— 07, 
Pithoragarh— 37, Rudraprayag— 04, Tehri— 04, U.S. Nagar— 28 & Uttarkashi— 12). 


e Death: Twelve (12) COVID-19 positive patients expired in the state in last 24 hours. As per information 
provided by the respective hospitals, the death summary is as below: 


() 


(2) 


(3) 


(4) 


(5) 


(6) 


(7) 


(8) 


(9) 


A 75-year-old Male expired in AIIMS Rishikesh due to COVID Pneumonia, Acute Respiratory Distress 
Syndrome, Septic Shock. 

A 51-year-old Female expired in STGH Haldwani due to Severe Acute Respiratory Infections, Bilateral 
Pneumonitis, Type | Respiratory Failure. 

A 67-year-old Female expired in SMIH Dehradun due to Acute Respiratory Distress Syndrome, Bilateral 
Pneumonitis, Respiratory Failure. 

A 74-year-old Female expired in Himalayan Hospital Dehradun due to Cardiac Arrest, Myocardial 
Infarction. 

A 61-year-old Female expired in SMIH Dehradun due to Bilateral Pneumonia, Respiratory Failure, Sepsis, 
Shock. 

A 60-year-old Female expired in STGH Haldwani due to Sudden Cardiopulmonary Arrest. 

A 73-year-old Male expired in AIIMS Rishikesh due to Refractory Septic Shock, Type 2 Respiratory 
Failure, Severe COVID Pneumonia, Acute Respiratory Distress Syndrome, Acute Kidney Injury, Atrial 
Fibrillation, Sepsis 

A 48-year-old Male expired in AIIMS Rishikesh due to Refractory Hypotensive Shock, COVID 
Pneumonia. 

A 53-year-old Male expired in AIIMS Rishikesh due to Acute Respiratory Distress Syndrome, Type 2 
Respiratory Failure, Severe COVID Pneumonia, Acute Kidney Injury, Sepsis. 


(10) A 62-year-old Male expired in AIIMS Rishikesh. Cause of Death is Awaited. 
(11) A 45-year-old Female expired in SMIH Dehradun due to Cardio-Respiratory Arrest. 
(12) A 49-year-old Male expired in GDMC Dehradun due to Bilateral Pneumonitis, Type 1 Respiratory Failure, 


Sepsis. 
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Preventive measures 


1. All citizens must wear masks whenever venturing outside of their homes. 


2. Travelers’ and their family members must ensure strict respiratory and hand hygiene. 
3. Hand wash by Soap and water up to 40 second must be followed. 


APPEAL 
e Department of Health and Family Welfare, Uttarakhand appeal to every citizens of the state to exercise 
abundant caution by adopting COVID-19 appropriate behaviour in their daily routine. 


The Government of Uttarakhand appeal to all the recovered/treated COVID-19 Positive patients for voluntary 
plasma donation at nearest Government Blood Bank. The plasma donation facility is existing in Doon 


Medical College Dehradun, Government Medical College Haldwani & Government Medical College Srinagar 
Garhwal. 
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Integrated Disease Surveillance Programme 
SaRRAS VA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Details of State Control Room 
e-mail: covid19statewarroomuk@gmail.com Toll free No: 104/0135 2609500 





email Id: idsputtarakhand@gmail.com WhatsApp No. 9412080544 


















































Details of District Control Rooms 

Districts District Control Room Number 
Almora 05962-237875,05962-237874 
Bageshwar 05963-220197 
Chamoli 01372-252187, 01372-251437 
Champawat 05965-230312 05965-230943, 05965-230819 
Dehradun 0135-2724506, 0135-2724506 
Haridwar 01334-239920, 01334-223999 
Paurigarhwal 01368-222213, 01368-221840 
Pithoragarh 05964-225142, 05964-226326 
Nainital 05942- 231178, 231179, 231181 

05946- 281234, 297722, 253850 (Haldwani) 
TehriGarhwal 01376-232093, 01376-232831 
Rudraprayag 01364-233946, 01364-233727 
U.S. Nagar 05944-246590, 05944-250250 
Uttarkashi 01374-222641, 01374-222722, 7310913129 
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